To:  Gomez,  Kendra[Gomez. Kendra@epa.gov] 

From:  Ecklund,  Michael 

Sent:  Wed  8/12/2015  2:56:52  PM 

Subject:  updated  list 


Good  morning  Kendra, 

After  the  Gold  King  Mine  Spill  is  behind  us,  could  you  send  me  an  updated  list  of  persons  on 
medical  monitoring  and  their  current  job  assignments?  It  has  been  very  helpful  in  getting  the 
correct  physicals  but  some  folks  are  changing  jobs  and  others  are  being  added  and  taken  off. 
Thank  you  for  your  support! 


Mike  Ecklund  RN 
FOH  Health  Center 
1445  Ross  Avenue 
Room  1206,  12th  floor 
Dallas,  Texas  75202 


Phone:  214-665-8598 
Fax:  214-665-8579 
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